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PART IH 

Stores Purchase 


Ground Water Department 

TENDER NOTICE 

No. GW/RL/KKD/89/2010. 3rd February 2011. 

Sealed tenders are invited for the supply of 
Autoclave (Vertical) from authorised dealers/manufacturers 
to Regional Analytical Laboratory, Civil Station, Kozhikode. 

PAC— 25,000. 

EMD— 650. 

Cost of tender form : 

Original— 300 + VAT. 

Duplicate— 150 + VAT. 

The tender should be superscribed with tender number 
and name of the item in sealed cover addressed to the 
Executive Chemist, Regional Analytical Laboratory, Ground 
Water Department, Civil Station, Kozhikode-20. 









Late tenders will not be accepted. The tenders will be 
opened on 26-3-2011 at 3 p. m. in the presence of the 
tenderers or their authorized representatives who may be 
present at that time. Sale of tender forms will start with 
effect from 28-2-2011, 11 a. m. and will be closed on 
26-3-2011, 12 noon. The tenders should reach the 
undersigned on or before 2 p. m. on 26-3-2011. 

Intending tenderers may give application to The 
Executive Chemist, Regional Analytical Laboratory, Ground 
Water Department, Civil Station, Kozhikode-20 to obtain 
the requisite tender forms. Application for the tender form 
should be accompanied by a Cash Remittance/ Money 
Order in favour of the Executive Chemist, Regional 
Analytical Laboratory, Ground Water Department, 
Civil Station, Kozhikode-20 at the price fixed for a tender 
form and it is not refundable under any circumstances. 
Cheques, Drafts or Postal Orders will not be accepted 
towards the cost of tender forms. No tender form will be 
sent by V.P.P. Duplicate tender form, if required will be 
issued on payment. An Earnest Money Deposit of 2.5% 
of the total value has to be submitted along with the 
tender offer. 

An agreement in Kerala Stamp Paper worth 100 
should be submitted with each tender form. Stamp Paper 
will be supplied outside Kerala with tender form on 
payment of 125 ( 100 for Stamp Paper and 25 for 
postal and incidental charges) which may be remitted by 
money order along with cost of tender forms. 

All Government rules prevailing will be applicable to 
this tender. Due to any reason if the tender opening day 
is declared as a holiday, the tenders will be opened on 
the next working day. The Executive Chemist is 
empowered to cancel tender without assigning reasons 
thereof. 
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Specification 

1. Body—Double walled boiler-inner chamber stainless 

steel (304 grade). Outer chamber MS, Auto 
pressure cut off system at 15 PSI. 

2. Size—450 mm height x 250 mm diameter. 

3. Lid—Made up of stainless steel plate. The lid is 

fitted with pressure gauge, safety valve, steam 
exhaust valve and safety valve is set to blow of 
at 15 PSI. 

4. Basket—Stainless steel. 

5. Heating element—Electrically heating element with 

ISI quality high-grade material. 

Easy pedal lifting device for lid opening, autoclave is 
supported with three sturdy legs and sufficient cord 
and plug. 

Regional Analytical Laboratory, (Sd.) 

Ground Water Department, Executive Chemist. 

Civil Station, (For and on behalf of the 

Kozhikode-20. Governor of Kerala) 


